Recommendations:

-  An  emergency  call   system  is   the  most   crucial   design
feature  of   the  project,   since   it   can  mean   life   or
death   for  residents.     Every   room  should  have   a   call
box or some  sort of  connection with   the  Staff  Atten-
dant.     There should  also be  an  emergency  power  supply
system so that residents  are  not  stranded  if   there   is
a power  failure.

LIVING  ROOM  DESK  AND  KITCHEN  TABLE
Required  Physical  Capabilities:

Wheelchair mobility  to draw  close  to  the  work  surface;
arm extension  to reach  an object  on  the work   surface  or  to
slide  something over the surface.

Rationale:

Both  surfaces were  thought  to  be  the  appropriate  height
for manual wheelchairs,   but  they  do not  allow  for  the  2"   or
3"  arm-mounted control  box of  an electric wheelchair.

The hinged,  wall-hung kitchen  table  can  be  raised  to
act  as  an eating  surface  or  folded  against  the wall   to
permit more  circulation space.

Recommendations:

-  Desk  is  also used  for  storage.     Could  be   longer,   with
larger  surface area.

-  In smaller unit,  kitchen  table  is  an  obstacle  when
passing  through  to  bathroom.     Hinge   is  hard  for quads
to operate.

-  Both  items  should  be  high  enough  for  electric  wheel-
chair.

-  Traffic patterns  and  resident  capabilities  must  be
kept  in mind at all  times  by  designer.
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